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DEPARTMENT OF THE AIR FORCE Rene ORE ae 
HEADQUARTERS UNITED STATES AIR FORCE 


<3 
WASHINGTON 25, D.C. Tse . W 
Ma ee 


REPLY TO: 


#215 


Hq Western District 

Auditor General 
Comptroller, USAF 

1206 Maple Avenue (Room 916) 
Los Angeles 15, California 


7 Oetober 1958 


SUBJECT: Report of Audit of Technical Representative Contract No. LW-473 
The Perkin-Elmer Corporation, Norwalk, Connecticut 
Period: 1 December 1957 to 30 June 1958 

TO: Contracting Officer 


a 


1. We have completed an interim audit of subject contract with the 
following results, which are detailed in Exhibit A: 


Amount Billed 25X1 


Additional Amount Due Contractor 
Amount Provisionally Approved 


2, The amount provisionally approved is subject to the following: 


a, The satisfactory receipt and acceptance of the services 
rendered by Government technical personnel located at the work sites. 


b, Acceptance by the Contracting Officer of the following costs 
pilled for personnel not heretofore approved for work under this contract: 


STATINTL [___-—_—Cid*«;:«SAssociate Engineer - Travel to 5X1 
Washington, D. C., and return on 17 dune 1958 
STATINTL a Associate Engineer (previously 
assigned to Contract No. TR-57) - 8 hours labor 
in June 1958 
Total 
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Ltr #215, 7 Oct 58, subj: Rept of Aud of Tech Rep Contr No, LW-473, 
The Perkin-Elmer Corp., Norwalk, Conn., Pd: 1Dec57 to 30Jun5% - (cont'd) 


3. The contractor plans, in the near future, to propose revised 
provisional labor rates effective 1 July 1958, to be used 1 January 1959, 
The auditor computed actual labor rates from inception of the contract 
through 30 June 1958, and it was found that direct labor computed at actual 
rates for this period sxceeds the direct labor billed by (See Exhibit 25X11 
B). This information is referred to the Contracting Officer for his considera~ 
tion in determining fixed labor rates under this contract. 


STATINTL 4. Results of this exa ed in Exhibit A, were discus~ 
ptember 1958, with Contract Administrator, and 
STATINTL Divisional Controller, who concurred in the auditor's adjustments 


subject to a recheck of the records. 


5, No Government property was furnished or acquired under this contract 
during the audit period, 


om 4 42 ce eat 


E ities oa 
2 Incls W. H. GROSS 
1, Exhibit A Project Supervisor 
2, Exhibit B Western District 


Auditor General 
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